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3.   War-Time Distribution of the Allied Forces.   The following shall be accepted as the principles for distribution in time of war:
(a) The various subordinate units shall be constituted from ships of the same nationality.
(ft) A squadron shall, so far as possible, contain not more than eight battleships.
The war-time distribution is appended to the Supplementary Agreement as Annex I. The Commander-in-Chief shall be responsible for keeping it constantly up to date.
4.   Union of the Allied Navd Forces.   The Austro-Hungarian and the Italian fleets shall assemble as soon as possible in the neighborhood of Messina and complete their supplies.    The Italian fleet shall then proceed to its anchoring place between Milazzo and Messina, the Austro-Hungarian fleet to the harbor of Augusta.   If need be, Italy shall retain a division for special duty in the north of the Tyrrhenian Sea and despatch a part of her torpedo flotillas mentioned in Annex I, heading A, together with mine layers, to Cagliari and Trapani.   The Commander-in-Chief shall be notified of this in due season.
The German vessels shall endeavor to unite at Gaeta (or in the event of unfavorable conditions at sea, at Naples) in order to complete their supplies. Should special circumstances render it impossible to reach Gaeta (Naples), the German naval forces also shall join the Commander-in-Chief in the neighborhood of Messina,
On the occasion of their first meeting all ships and torpedo boats must with particular care observe the provisions laid down in the Triple Code for secret signals of recognition.
Torpedo boats proceeding alone and groups of torpedo boats must as a fundamental principle avoid approaching vessels and anchoring places of the Allied Fleets after nightfall, as every torpedo boat not recognized with complete certainty as friendly will be fired upon.
5. Scfwrm of Operations. The chief objective of the Com-mander-in-Chief shall be the securing of naval control in the Mediterranean through the swiftest possible defeat of the enemy fleets.